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reductase inhibitor sorbinil in human 
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of gossypol in human plasma 387 
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Highly sensitive HPLC technique for 
the simultaneous measurement of hista- 
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biogenic amines 407 
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chemical detection 155 
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HPLC assay of free norepinephrine, 
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Determination of hydralazine and me- 
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chemical detection 99 
1-Hydrazinophthalazine 
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chemical detection 99 
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4'-Hydroxy-N-desmethylclobazam 
Determination of clobazam, N-des- 
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metabolites in plasma and urine by 
HPLC 369 
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GC—MS analysis of methylphenidate 
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deuterated internal standards 329 
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Rapid and simultaneous extraction 
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metabolites from plasma and assay 
by HPLC 349 
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Highly sensitive HPLC technique for 
the simultaneous measurement of hista- 
mine, 1-methylhistamine and other 
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Determination of cysteinesulfinate, hy- 
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samples by reversed-phase HPLC 303 
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in urine by GC—MS 249 
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HPLC detection of XMP as a basis 
for an improved IMP dehydrogenase 
assay 160 
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plasma by HPLC 431 
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a human pharmacokinetic study 443 
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Highly sensitive HPLC technique for 
the simultaneous measurement of hista- 
mine, 1-methylhistamine and other 
biogenic amines 407 
Nucleosides 
Reversed-phase HPLC investigation of 
mucosal nucleosides and bases and 
urinary modified nucleosides of gastro- 
intestinal cancer patients 21 
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HPLC detection of XMP as a basis 
for an improved IMP dehydrogenase 
assay 160 
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Highly sensitive HPLC technique for 
the simultaneous measurement of hista- 
mine, 1-methylhistamine and other 
biogenic amines 407 
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HPLC and preliminary pharmacoki- 
netics of enoxacin and its 4-oxo me- 
tabolites in human plasma, urine and 
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barbital in plasma using HPLC 437 
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15-methylprostaglandin E, in human 
plasma with picogram per milliliter 


471 


sensitivity by column-switching HPLC 
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Proteins 
Detection of the changes in cellular 
proteins in regenerating rat liver by 
high-resolution two-dimensional electro- 
phoresis 51 

Pterins 
Estimation of tetrahydro, dihydro and 
fully oxidised pterins by HPLC using 
sequential electrochemical and fluoro- 
metric detection 35 

Pyrazoloimidazole 
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190 
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tabolites in urine by LC with electro- 
chemical detection 99 
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lens and plasma 402 
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reductase inhibitor sorbinil in human 
lens and plasma 402 
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the simultaneous measurement of hista- 
mine, 1-methylhistamine and other 
biogenic amines 407 
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MS using a moving-belt interface and 
isotope dilution 397 
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Determination of streptomycin in serum 
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sorbitol and low levels of the aldose 
reductase inhibitor sorbinil in human 
lens and plasma 402 
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Quantitation of sulfidopeptide leuko- 
trienes by reversed-phase HPLC 213 
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Suramin 
Determination of suramin in plasma 
by HPLC 224 
Taurine 
Determination of cysteinesulfinate, hy- 
potaurine and taurine in physiological 
samples by reversed-phase HPLC 303 
Tetrahydropterins 
Estimation of tetrahydro, dihydro and 
fully oxidised pterins by HPLC using 
sequential electrochemical and fluoro- 
metric detection 35 
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Two HPLC methods for quantitation 
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Two HPLC methods for quantitation 
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barbital in plasma using HPLC 437 
Toxins 
GC assay with pharmacokinetic appli- 
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Ion-exchange HPLC purification of 
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Highly sensitive HPLC technique for 
the simultaneous measurement of hista- 
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biogenic amines 407 
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HPLC assay of free norepinephrine, 
epinephrine, dopamine, vanillylmandelic 
acid and homovanillic acid 9 

Vitamin D 
Solid phase extraction system for 
vitamin D and its major metabolites 
in human plasma 43 
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HPLC detection of XMP as a basis 
for an improved IMP dehydrogenase 
assay 160 


* o 
r : 
i 3 . ; ‘ 
. 
we 
' - : ; > ; 
: = 
= Sead, 
e 
4 . ; ~ 
: : - 
‘ 
‘ erg. : 
: “ 
- 4 
3 ; 
a) 
e } 


